' Approved For Release 199970870e ~ ClA-RDP81B00879R000500040034-0 


25X1A6c 


25X1A6a 


DPD~5082~-59 
Copy gof 5 


28 duly 1959 


Chief, Contract Branch, DPD 


Contract No. Prei00 Granger Associates 
Satisfactory Completion of Contract 


94, dated 9 July 1959 
Bs 42 dated 13 April 1959 
Ce 3192 dated 28 April 1959 


ie In Marsh, 1959 the flight testing of the totype 
Granger Countermeasures Repeater, Mod 504, was peer ietea at the 
Edwards Air Force Base, California, facility. The 
performance of the eletronic equipment wae satisfactory in 


accomplishing the requirements of the prototype design specifica- 


tions. : 


2, The Edwards facility was directed 


25X1A2d1 Repeater Jamer to 


return thie item to WADC. 


by CHALICE Headquarters 


via Tii2, dated 13 April 1959, cable to deliver the 


rather than 


25X1A5a1 


25X1A5a1 


MME-3192, dated 28 april 1959, 


25X1A2d1 confirmed this delivery. 
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